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SUBJECT INDEX 


AIDS 

AIDS (Augusta), Sept/Oct 48 

AIDS Precautions (Persons, Tabor), 
Sept/Oct 51 

Free AIDS Hotline Established 
(DW), Sept/Oct 15 


Alcoholism 
Alcoholism: The “Interspecialty” 
Disease (HH), Mar 14 
Spotting Drunk Drivers (HH), Apr 
12 
Unraveling the Ethanol Mystery 
(HH), Nov/Dec 9 


Amyotrophic Lateral Sclerosis 
(ALS) 
Nursing Care of the Long-Term 
ALS Patient (LaRocco, Tu), Feb 
16 


Breast-Feeding 
Drug Excretion into Human Milk: 
Part I (CE), June 24 
Drug Excretion into Human Milk: 
Part II (CE), July/Aug 25 


Bulletin Board 
Jan 51, Feb 43, Mar 43, Apr 43, May 
43, June 43, July/Aug 49, Sept/ 
Oct 57, Nov/Dec 51 


Caffeine 
Caffeine Can Help Curb Pain 
(HH), July/Aug 10 
In Support of Caffeine (HH), May 
12 


Cancer 

Assessing the Mastectomy Patient's 
Need for Special Coping Strate- 
gies (Hansen), Mar 24 

Breast Cancer (EM), Mar 6 

Cancer Outlook: 1983 (HH), Apr 
13 

Corporate Jets on Mercy Missions 
(HH), June 12 
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Factors Affecting Lung Cancer 
Survival (HH), Jan 10 

Hypnosis Controls Chemotherapy 
Side Effects (HH), Sept/Oct 10 

Latest Cancer Therapy Reaches 
Communities (HH), Sept/Oct 
13 

New Drugs May Lead to Safer 
Cancer Treatment (HH), July/ 
Aug 9 

Saliva Substitute Wets Whistle 
(HH), Jan 12 

Undermedication of Cancer Pa- 

tients (HH), June 11 


Cigarette Smoking 
Cigarette Statistics Go Up in Smoke 
(HH), Jan 12 
Quit Smoking Interventions Urged 
(HH), Sept/Oct 12 


Continuing Education Topics 

Anti-Inflammatory Adrenocortical 
Steroids, Nov/Dec 23 

Common Dermatologic-Drug Re- 
actions, Sept/Oct 21 

Counseling on Use of OTC Diag- 
nostic Products. Part I: Testing 
Urine for Glucose and Ketones, 
Jan 28 

Counseling on Use of OTC Diag- 
nostic Products. Part II: Preg- 
nancy Testing, Feb 22 

Drug Excretion into Human Milk: 
Part I, June 24 

Drug Excretion into Human Milk: 
Part Il, July/ Aug 25 

Geriatric Considerations for Drug 
Interactions, May 25 

Neuroleptic Drug Usage, Mar 28 

OTC Drug-Drug Interactions, Apr 
20 


Peptic Ulcer Disease, Sept/Oct 35 


Contraception 
Vasectomy is Safe (HH), Apr 12 


Coronary Disease 

Advances in Nitroglycerin Thera- 
py: Controlled Release Trans- 
dermal Preparations (PU), 
Sept/Oct 7 

Calcium Channel Blockers: New 
Direction in Angina Treatmen 
(PU), June 7 

Diet as Adjunct Therapy in Con- 
gestive Heart Failure (Rausch), 
May 20 

Heal Thyself (HH), June 10 

New Approaches to Managing 
Congestive Heart Failure (PU), 
Jan 13 


Cough 
No Two Coughs Are Alike (HH), 
July /Aug 9 


Death and Dying 
Role-Playing (Lukeman), June 34 


Dental Health 
First Aid for Saving Teeth (HH), 
July / Aug 9 
Saliva Substitute Wets Whistle 
(HH), Jan 12 


Dermatology 
Common Dermatologic-Drug Re- 
actions (CE), Sept/Oct 21 
Erasing Wrinkles and Scars (HH), 
May 13 
Touch Heals “Heartbreak of Pso- 
riasis” (HH), July/Aug 9 


Diabetes 

Counseling Patients on Use of OTC 
Diagnostic Products. Part 1: 
Testing the Urine for Glucose 
and Ketones (CE), Jan 28 

Glucometer Becomes More Af- 

- fordable (HH), Sept/Oct 13 

Method Improves Control of Ju- 
venile Diabetes (HH), Sept/Oct 
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Monitoring Pregnant Diabetics 
(HH), Feb 15 

Wrestling with Diabetes: A Guide 
to Nursing Management (Lyons), 
Jan 19 


Diagnostic Techniques 

Counseling Patients on Use of OTC 
Diagnostic Products. Part I: 
Testing Urine for Glucose and 
Ketones (CE), Jan 28 

Counseling Patients on Use of OTC 
Diagnostic Products. Part II: 
Pregnancy Testing, Feb 22 

Glucometer Becomes More Af- 
fordable (HH), Sept/Oct 13 


Direct From Washington 
(Shannon) 
Jan 18, Feb 8, Mar 8, Apr 11, May 8, 
June 13, July/Aug 12, Sept/Oct 
15, Nov/Dec 12 


Direct Lines 
Jan 43, Mar 37, May 35, July/Aug 
45, Nov/Dec 33 


Drug Abuse 
New Drug Designed to Foil Abus- 


ers (HH), Feb 14 


Editor’s Memo (Rhodes) 
Jan 8, Feb 6, Mar 6, Apr 6, May 6, 
June 6, July/Aug 6, Sept/Oct 6, 
Nov/Dec 6 


Ethics 
Editor’s Memo (Rhodes), Jan 8 


Events 
Jan 50, Feb 42, Mar 42, Apr 40, May 
40, June 42, July/Aug 50, Sept/ 
Oct 58, Nov/Dec 46 


Gastrointestinal Disease 

Dissolving Gallstones (HH), Nov/ 
Dec 9 

Innovations in Peptic Ulcer Dis- 
ease: Histamine 2-Receptor An- 
tagonists (PU), Sept/Oct 8 

Metoclopramide Hydrochlorice: A 
Gastrointestinal Stimulant with 
Multiple Uses (PU), Mar 12 

The Patient Has a New Ostom 
Now What? (Leonard) Sept/Oct 
32 

Peptic Ulcer Disease (CE), Sept/Oct 
35 


Geriatrics 
Diet, Osteoporosis, and the Elderly 
(HH), Mar 15 
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Elder-Care (EM), June 6 

Emotional Care for Geriatric Pa- 
tients (DePaola), Apr 38 

Geriatric Considerations for Drug 
Interactions (CE), May 25 
Hospitalization and Functional 

_ Disability (HH), Feb 14 

Keeping Warm (HH), Nov/Dec 9 

Panic Buttons (HH), Apr 12 

Psychotropic Drugs and the Elderly 
(HH), Sept/Oct 11 

Recruiting for the Future—Long- 
Term Care Nursing (Kaiser), 
May 14 

Saliva Substitute Wets Whistle 
(HH), Jan 12 

Scenes from a Nursing Home (Ja- 
cobson), May 18 

Urinary Incontinence: Types and 
Treatments (HH), Mar 14 

Walking Sticks Don’t Hold Up 
(HH), Feb 14 


Guest Editorial 

Let’s Get Our Act Together! Sym- 
biosis vs. Discord (Goodstein), 
July /Aug 14 

Recruiting for the Future—Long- 
Term Care Nursing (Kaiser), 
May 14 

Surviving 1985 (Williams), Sept/ 
Oct 16 


Headache 
Making Headway with Headaches 
(HH), Jan 10 


Health Care Costs 

“Economic Grand Rounds” Curb 
Health Costs (HH), Sept/Oct 10 

Health Care Changes Needed, Ac- 
cording to Poll (DW), Nov/Dec 
12 

Health Insurance for the Jobless 
Bill Reported (DW), Sept/Oct 
15 

Record $322 Billion Spent Last Year 
on Health (DW), Sept/Oct 15 


Health Highlights 
Jan 10, Feb 14, Mar 14, Apr 12, May 
12, June 10, July/Aug 9, Sept/ 
Oct 10, Nov/Dec 9 


Herpes 
Promising Research in Prevention 
of Herpes (HH), Jan 11 


Hospice 
Regulating Hospice (DW), Jan 18 
Rules for Medicare’s New Hospice 


Coverage Revealed (DW), Sept/ 
Oct 15 


Hypertension 
FDA Reports Success of Sodium 
Initiative (HH), Sept/Oct 13 
New Antihypertensive Agents 
(PU), Apr 7 
To Curb High Blood Pressure: Lose 
Weight (HH), Jan 10 


Interferon 
Interferon: A Triumph Against 
Disease (Affriol), Apr 16 


Journal of Practical Nursing 
Information for Authors, June 39, 
July / Aug 34, Sept/Oct 54 


JPN Annual Survey 


A Page for Your Thoughts, June 
i9 


Lice 
New Comb Ends Nit-Picking (HH), 
Sept/Oct 13 


Mastectomy 
Assessing the Mastectomy Patient’s 
Need for Special Coping Strate- 
gies (Hansen), Mar 24 


Medicare 

DRGs Put Into Effect (DW), Nov/ 
Dec 12 

Medicare Savings Options (DW), 
May 8 

New Medicare Savings (DW), 
july/Aug 13 

Prepaying Medicare Bills (DW), 
Mar 8 

Rules for Medicare’s New Hospice 
Coverage Revealed (DW), Sept/ 
Oct 15 

Update on Medicare Changes 
(DW), June 13 


Mental Iliness 

Grim Outlook for Mental Health of 
Blacks (HH), June 10 

Neuroleptic Drug Usage (CE), Mar 
28 

Psychotropic Drugs and the Elderly 
(HH), Sept/Oct 11 

Study Finds Illness is Depressing 
(HH), Nov/Dec 11 


NAPNES 
Why Should I Join NAPNES? Jan 
47, Feb 29, Mar 38, Apr 33, May 


The Journal of PRACTICAL NURSING 


33, June 33, July/Aug 48, Sept/ 
Oct 18, Nov/Dec 32 


NAPNES Annual Convention 

Cleveland: A City with Character 
and Charisma (Lyons), Mar 17 

Clinical Sessions, July / Aug 39 

Convention Program, Feb 32, Mar 
22, Apr 14, Nov/Dec 

Convention Program, Feb 32, Mar 
22, Apr 14, Nov/Dec 14 

Council and Committee Reports, 
July / Aug 36 


LPN: Our Profession, Caring: Our 


Specialty (EM), Apr 6 
NALPN, July/Aug 38 
Resolutions, July/Aug 41 


NAPNES Members 
Exercise Your Right to Vote (Croft), 
Jan 38 
Meet the Candidates—NAPNES 
1983 Elections, Feb 34 
President’s Message, Nov/Dec 35 


NAPNES State Associations 

Florida Joins NAPNES as New 
Constituent State (DL), Jan 44 

Guide to NAPNES’ Associations of 
Licensed Practical/ Vocational 
Nurses, Jan 40 

NAPNES Announces New State 
Association (DL), May 37 


Nursing as a Profession 

Big Jobs Are for Big People (John- 
son), June 38 

Cleveland Service Opens Door to 
Employment, Sept/Oct 20 

Disaster Training Offered (HH), 
Nov/Dec 11 

Let’s Get Our Act Together! Sym- 
biosis vs. Discord (GE), July/Aug 
14 

A Major Step in Minority Recruit- 
ment, Feb 30 

Patient Charting: The Legal Cor- 
nerstone of Nursing (Hollowell), 
Jan 35 

Recruiting for the Future—Long- 
Term Care Nursing (Kaiser), 
May 14 

Surviving 1985 (GE), Sept/Oct 16 

They Say There’s No Nursing 
Shortage (DW), Apr 11 

Unrealistic TV Nurses (HH), May 
13 


Nursing Considerations 


Attending: Letting the Patient 
Know You Are Listening 


November-December, 1983 


(Leonard), Sept/Oct 28 
Crossing Over (Bryant), Apr 34 
Dealing with Loneliness (Herth), 

Nov/Dec 16 
Emotional Care for Geriatric Pa- 

tients (DePaola), Apr 38 
The Patient Has a New Ostomy— 

Now What? (Cameron), Sept/ 

Oct 32 
Precautions May Prevent Back In- 

juries (HH), Sept/Oct 12 
Role-Playing (Lukeman), June 34 
Scenes From a Nursing Home (Ja- 

cobson), May 18 
Shifting to a New Schedule (HH), 

Nov/Dec 10 
Teamwork & Cooperation (Carel- 

la), Sept/Oct 44 
Touch Heals “Heartbreak of Pso- 

riasis” (HH), July /Aug 9 
Wrestling with Diabetes: A Guide 

to Nursing Management (Lyons), 

Jan 19 


Nursing Education 
Educational Programs in P/V 
Nursing Accredited by 
NAPNES, Nov/Dec 38 ; 
P/V Nursing Accreditation Pro- 
gram—1984, Nov/Dec 37 


Nursing Law Review 
Patient Charting: The Legal Cor- 
nerstone of Nursing (Hollowell), 
Jan 35 


Nutrition 

Viet as Adjunct Therapy in Con- 
gestive Heart Failure (Rausch), 
May 20 

Diet, Osteoporosis, and the Elderly 
(HH), Mar 15 

FDA Reports Success of Sodium 
Initiative (HH), Sept/Oct 13 

Good News for Fast Food Junkies 
(HH), Sept/Oct 10 

It’s Never Too Early To Eat Right 
(HH), Nov/Dec 11 


Ophthalmology 
Corneal Transplants (EM), May 6 
Flying Eye Hospital (HH), Mar 16 
Giving the Gift of Sight (Carbary), 
May 15 
Instilling Eye Drops Correctly 
(HH), Sept/Oct 11 


Orphan Drug Act 
Editor’s Memo, Feb 6 


Orthopedics 
Take Care of Your Feet (HH), 
Nov/Dec 10 


Osteoporosis 
Diet, Osteoporosis, and the Elderly 
(HH), Mar 15 


Ostomy 
The Patient Has a New Ostomy— 
Now What? (Leonard), Sept/Oct 
on 


Pain 
Caffeine Can Help Curb Pain 
(HH), July/Aug 10 
Electronic Device Eases Post-Op 
Pain (HH), Sept/Oct 12 


Pediatrics 
Baby Doe Rule Defeated (DW), 
July / Aug 12 
Fatherhood: A New Priority (HH), 
Nov/Dec 10 
It’s Never Too Early To Eat Right 
(HH), Nov/Dec 11 


Positions 
Jan 50, Feb 39, Mar 39, Apr 42, May 
42, June 41, July/Aug 47, Sept/ 
Oct 55, Nov/Dec 50 


Pregnancy 

Aid for Pregnant Teens (DW), Feb 
8 

Counseling on Use of OTC Diag- 
nostic Products. Part II: Preg- 
nancy Testing (CE), Feb 22 

Ectopic Pregnancies Triple in NY 
(HH), June 11 

Mandatory Warning Labels (HH), 
Apr 12 

Monitoring Pregnant Diabetics 
(HH), Feb 15 


Pulmonary Disease 

Aspirin Substitutes Can Leave 
Asthmatics Breathless (HH), Jan 
11 

Factors Affecting Lung Cancer 
Survival (HH), Jan 10 

No Two Coughs are Alike (HH), 
July/Aug 9 

Postoperative Respiratory Dis- 
tress—Life or Death? (Thomp- 
son), Nov/Dec 19 


Pharmacology 
Anti-Inflammatory Adrenocortical 
Steroids (CE), Nov/Dec 23 
Aspirin Substitutes Can Leave 
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Asthmatics Breathless (HH), Jan 
11 

Caffeine Can Help Curb Pain 
(HH), July/Aug 10 

Common Dermatologic-Drug Re- 
actions (CE), Sept/Oct 21 

Counseling Patients on Use of OTC 
Diagnostic Products. Part I: 
Testing the Urine for Glucose 
and Ketones (CE), Jan 28 

Counseling Patients on Use of OTC 
Diagnostic Products. Part II: 
Pregnancy Testing (CE), Feb 22 

Drug Excretion into Human Milk: 
Part I (CE), June 24 

Drug Excretion into Human Milk: 
Part II (CE), July/Aug 25 

Elder-Care (EM), June 6 

Geriatric Considerations for Drug 
Interactions (CE), May 25 

Mandatory Warning Labels (HH), 
Apr 12 

Neuroleptic Drug Usage (CE), Mar 
28 


New Drugs May Lead to Safer 
Cancer Treatment (HH), July/ 
Aug 9 

OTC Drug-Drug Interactions (CE), 
April 20 

’ Peptic Ulcer Disease (CE), Sept/Oct 
35 

Psychotropic Drugs and the Elderly 
(HH), Sept/Oct 11 

Undermedication of Cancer Pa- 
tients (HH), June 11 


Pharmacology Update 
Advances in Nitroglycerin Thera- 
py: Controlled Release Trans- 
dermal Preparations, Sept/Oct 
7 
Calcium Channel Blockers: New 


Directions in Angina Treatment, 
June 7 

Innovations in Peptic Ulcer Dis- 
ease: Histamine 2-Receptor An- 
tagonists, Sept/Oct 8 

Metoclopramide Hydrochloride: A 
Gastrointestinal Stimulant with 
Multiple Uses, Mar 12 

New Antihypertensive Agents, 
Apr7 

New Approaches to Managing 
Congestive Heart Failure, Jan 
13 

New Cephalosporin Antibiotics, 
Feb 9 

New Penicillins with Extended 
Spectrums, May 9 

Slow-Release Potassium Chloride 
Supplements, July /Aug 7 

Treatment of Ruptured Interver- 
tebral Disc by Chemonucleolysis 
with Chymopapain, Nov/Dec 7 


Renal Disease 
Two New Cures for Kidney Stones 
(HH), June 10 


Sexually Transmitted Diseases 
Promising Research in Prevention 
of Herpes (HH), Jan 11 
Sexually Transmitted Epidemics 
(DW), Feb 8 


Sixty Second Therapeutics 
( Teplitsky) 
Jan 49, Feb 39, Mar 39, Apr 42, May 
42, June 41, July/Aug 47, Sept/ 
Oct 55, Nov/Dec 50 


Social Security 
New Social Security Act Revised 
(DW), June 13 


Social Security: Sinking Fast (DW), 
Jan 18 


State Boards of Nursing 
Guide to State Boards of Nursing, 
Jan 41 


Toxic Shock Syndrome 
Toxic Shock Syndrome: New Clues 
(HH), June 12 


Vaginitis 
What Every Nurse Should Know 
About Vaginitis (Gorline, Steg- 
hauer), June 14 


Veterans 


Taking Veterans Into Account 
(HH), Apr 13 


Video Games 
Grannie Pac-Man???? (HH), Mar 
14 
Pac-Man as Therapy Tool (HH), 
June 11 
Video-Game Epilepsy (HH), July/ 
Aug 11 


Weight Control 

Eating Disorders (Burckes), July/ 
Aug 20 

“Ideal” Weights Now Higher 
(HH), May 12 

Losing Weight . . . For Good (HH), 
Mar 15 

The Power of Positive Binging 
(HH), July /Aug 10 


Women’s Health 
Political Action for Women’s 


Health (DW), Feb 8 


AUTHOR _ INDEX 


Affriol, Ann, M.L.T. 
Interferon: A Triumph Against 
Disease, Apr 16 


Augusta, Rosemary 
AIDS, Sept/Oct 48 


Bryant, Sue Ann, L.P.N. 
Crossing Over, Apr 34 


44 


Burckes, Margaret E., Ed.D. 
Eating Disorders, July / Aug 20 


Cameron, Lee C., R.N., C.E.T. 
The Patient Has a New Ostomy— 
Now What? Sept/Oct 32 


Carbary, Lorraine J., R.N. 
The Gift of Sight, May 15 


Carella, Stephen, Ph.D. 
Teamwork & Cooperation, Sept/ 
Oct 44 


Chin, Thomas H., Pharm.D. 
OTC Drug-Drug Interactions (CE), 
Apr 20 


Croft, Lydia, R.?. 


The Journal of PRACTICAL NURSING 


. 
q 
q 
. 
te 
EX 
| 
= 
= 


Exercise Your Right to Vote, Jan 
38 


Cutie, Anthony J., Ph.D. 
Drug Excretion into Human Milk: 
Part I (CE), June 24 
Drug Excretion into Human Milk: 
Part II (CE), July/ Aug 25 


DePaola, Bernetta A., L.V.N. 
Emotional Care for Geriatric Pa- 
tients, Apr 38 


Durgin, Jane M., C.1.J., R.N., 
Ed.D., Pharmacist 
Common Dermatologic-Drug Re- 
actions (CE), Sept/Oct 21 


Goldberg, Renee J., Pharm.D. 
Drug Excretion into Human Milk: 
Part I (CE), June 24 
Drug Excretion into Human Milk: 
Part II (CE), July/Aug 25 


Goodstein, Frances E., R.N., 
M.S. 
Let’s Get Our Act Together! Sym- 
biosis vs. Discord (GE), July /Aug 
14 


Gorline, Lynne L., R.N., M.S. 


What Every Nurse Should Know 
About Vaginitis, June 14 


Hansen, Janet L., R.N. 
Assessing the Mastectomy Patient's 
Need for Special Coping Strate- 
gies, Mar 24 


Herth, Kaye, R.N., M.S.N. 


Dealing with Loneliness, Nov/Dec 
16 


Hollowell, Edward E., J.D. 
Patient Charting: The Legal Cor- 
nerstone of Nursing, Jan 35 


Holt, Robert J., Pharm.D. 


Neuroleptic Drug Use (CE), Mar 
28 


Jacobson, Roslyn B., L.P.N. 


Scenes from a Nursing Home, May 
18 


Johnson, Andrew C., S.P.N. 
Big Jobs Are for Big People, June 
38 


Kaiser, Esther M., R.N. 


November-December, 1983 


Recruiting for the Future—Long- 
Term Care Nursing (GE), May 
14 


Kirschenbaum, Harold L., M.S., 
Pharm.D. 


Peptic Ulcer Disease (CE), Sept/Oct 
35 


LaRocco, Susan A., R.N., M.S. 
Nursing Care of the Long-Term 
ALS Patient, Feb 16 


Leonard, Rebecca, Ph.D. 
Attending: Letting the Patient 


Know You Are Listening, Sept/ 
Oct 28 


Lukeman, Brenda, Ph.D. 
Role-Playing, June 34 


Lyons, Michele 
Cleveland: A City with Character 
and Charisma, Mar 17 
Wrestling with Diabetes: A Guide 
to Nursing Management, Jan 
19 


Pavletich, Kathleen, J., Ph.D. 

Counseling Patients on Use of OTC 
Diagnostic Products. Part I: 
Testing the Urine for Glucose 
and Ketones (CE), Jan 28 

Counseling Patients on Use of OTC 
Diagnostic Products. Part II: 
Pregnancy Testing (CE), Feb 22 


Perentesis, George P., 
Pharm.D. 
Peptic Ulcer Disease (CE), Sept/Oct 


Persons, Carol Batten, Ed.D., 
R.N. 


AIDS Precautions, Sept/Oct 51 


Piltz, George W., Pharm.D. 


Peptic Ulcer Disease (CE), Sept/Oct 
35 


Anti-Inflammatory Adrenocortical 
Steroids (CE), Nov/Dec 23 


Rausch, Elizabeth, M.Ed., R.D. 
Diet as Adjunct Therapy in Con- 
gestive Heart Failure, May 20 


Rhodes, Christine 

Editor’s Memo, Jan 8, Feb 6, Mar 6, 
Apr 6, May 6, June 6, July/Aug 6, 
Sept/Oct 6, Nov/Dec 6 


Romankiewicz, Nancy, R.Ph. 
Pharmacology Update, Jan 13, Feb 
9, Mar 12, Apr 7, May 9, June 7, 
July/Aug 7, Sept/Oct 7, Nov/ 
Dec7 


Sause, Robert B., Ph.D. 

Counseling Patients on Use of OTC 
Diagnostic Products. Part I: 
Testing the Urine for Glucose 
and Ketones (CE), Jan 28 

Counseling Patients on Use of OTC 
Diagnostic Products. Part II: 
Pregnancy Testing (CE), Feb 22 

OTC Drug-Drug Interactions (CE), 
Apr 20 


Shannon, Salley Reynolds 
Direct From Washington, Jan 18, 
Feb 8, Mar 8, Apr 11, May 8, June 
13, July/Aug 12, Sept/Oct 15, 
Nov/Dec 12 


Simonson, William, Pharm.D. 
Geriatric Considerations for Drug 
Interactions (CE), May 25 


Sparkman, Eloise, L.P.N. 
President’s Message, Nov/Dec 35 


Steghauer, Cheryl C., R.N., 
M.S. 


What Every Nurse Should Know 
About Vaginitis, June 14 


Stempel, Edward, Ed.D. 
Anti-Inflammatory Adrenocortical 
Steroids (CE), Nov/Dec 23 


Tabor, Roxie L., B.S.N., R.N. 
AIDS Precautions, Sept/Oct 51 


Teplitsky, Benjamin, R.Ph. 

Sixty Second Therapeutics, Jan 49, 
Feb 39, Mar 39, Apr 42, May 42, 
June 41, July/Aug 47, Sept/Oct 
55, Nov/Dec 50 


Thompson, Patricia A., R.N., 
B.S.N. 


Postoperative Respiratory Dis- 
tress—Life or Death? Nov/Dec 
19 


Tu, Lily L., R.N., M.A. 


Nursing Care of the Long-Term 
ALS Patient, Feb 16 


Williams, Janice 
Surviving 1985 (GE), Sept/Oct 16 


45 


